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I. Financial information

9203250228 Forwards extracts from FERC Form 1 repts covering 1980-90. Extracts in-
clude pages from repts pertaining to nuclear expenses & investments.
RAY.H.B. Southern California Edison Co. 92/03/02. MARTIN.J.B. Region 5 (Post
820201). 116pp. 61107:001-61107:116.

P. Operating license stage documents & correspondence

9106270324 Suppf 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030349 Advises that 920128 response to generic itr 91-11 re resolution of generic
issues 48, "LCO for Class 1E Vital Instrument Buses" & 49, "Interlocks & LCO for
Class 1ETie Breakers" acceptable.

BRADFUTE.J.O. Project Directorate V. 92/02/25. BAY.H.B. Southern California
Edison Co. COTTON.G.D. San Diego Gas & Electric Co. 3pp. 60772:201-60772:203.

9203090420 Forwards "Semiannual Radioactive Effluent Release Rept for Jul-Dec
1991" & Rev 24 to "ODCM."

ROSENBLUM.R.M. Southern California Edison Co. 92/02/28. Document Control
Branch (Document Control Desk). 1p. 60863:330-60864:267.

-9203090331 Rev 24 to "ODCM."

*  Southern California Edison Co, 91/08/31. 200pp. 60864:088-60864:267.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203170201 Concludes that owners proposals for pressure isolation valves not techni-
cally justified.Changes for affected stds & basis for conclusion encl.
GRIMES.C.I. Technical Specifications Branch.  92/03/10.  BUSH.L Westinghouse
Electric Corp. 9pp. 60963:088-60963:101.

9203180248 Forwards SER accepting proposed testing schedule & alternate method for
verifying valve operability as proposed by VRR 3 & 13.

QUAY.T.R. Project Directorate V. 92/03/11. RAY.H.B. Southern California Edison Co.
COTTON.G.D. San Diego Gas & Electric Co. 3pp. 60964:108-60964:116.

-9203180256 Safety evaluation supporting proposed testing schedule & alternate
method for verifying valve operability as proposed by VRR 3 & 13.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/11. 6pp.
60964:111-60964:116.

9203160248 Provides response to SER re station blackout analysis.NRC recommenda-
tions encompass listed areas.

ORNELAS.R. Southern California Edison Co. 92/03/12. Document Control Branch
(Document Control Desk). 8pp. 60949:339-60949:346.

9203240096 Forwards monthly operating rept for Feb 1992 for San Onofre Nuclear
Generating Station.Units 2 & 3 & Rev 25 to "ODCM."

RAINSBERRY.J.L Southern California Edison Co. 92/03/13. Document Control
Branch (Document Control Desk). 1 p, 61184:203-61185:042.

-9203240102 Rev 25 to "ODCM."

* Southern California Edison Co. 92/02/28. 150pp. 61184:216-61185:042.

9203270270 Forwards completed section 3.9 for each version of new std tech
spec.Changes from draft NUREGs 1430-1434 have been incorporated in accordance
w/comment resolution process.

GRIMES.C.I. Technical Specifications Branch. 92/03/16. BUSH.L Westinghouse
Electric Corp. WOODS.B. Combustion Engineering, Inc. WUNDERLY.B. Babcock &
Wilcox Co. 200pp. 61108:254-61109:083.

9203250099 Advises of completion of internal audit of plant TSs for FY92.Audit results
reveal 20 discrepancies in three vol plant TS copy.which consist of TS pages not up-
dated to current amends.

CARSON.LC. Region 5 (Post 820201). 92/03/18. SCARANO.R.A. Region 5 (Post
820201). 2pp. 61070:279-61070:280.

9203300095 Forwards Rev 6 to "San Onofre Design Basis & Reconstitution Plan," ad-
dressing 10CFR50,App R/safe shutdown topical DBA & inservice testing topical DBA
for Units 2 & 3.W/O encl.

ORNELAS.R. Southern California Edison Co. 92/03/26. Document Control Branch
(Document Control Desk). 2pp. 61165:016-61165:017.

9203310140 Informs that mishandling at NRC delayed mailing of amends 101 & 90 to
920324.Licensee authorized to delay implementation date of two amends to no later
than 920418.

KALMAN.G. Project Directorate V. 92/03/26. RAY.H.B. Southern California Edison
Co. COTTON.G. San Diego Gas & Electric Co. 1 p. 61194:072-61194:072.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9203060024 Forwards insp repts 50-206/91-39,50-361/91-39 & 50-362/91-39 on
911210-920127.No violations noted.

RICHARDS.S.A. Region 5 (Post 820201). 92/02/19. RAY.H.B. Southern California
Edison Co. 2pp. 60803:172-60803:181.

-9203060031   Insp  repts  50-206/91-39,50-361/91-39  &   50-362/91-39   on  911210-
920127.NO violations noted.Major areas inspected: operations program.including oper-
ational safety.radiological protection.security.surveillance.maint & LER rept review.
JOHNSON.P.H. Region 5 (Post 820201). 92/02/19. 6pp. 60803:174-60803:181.

9203060011 Forwards insp repts 50-206/92-05,50-361/92-05 & 50-362/92-05 on
920127-31.No violations noted.Potential safety issue noted re incapability of alarm do-
simeters in high noise areas.

YUHAS.G.P. Region 5 (Post 820201). 92/02/20. RAY.H.B. Southern California Edison
Co. 4pp. 60803:122-60803:133.

-9203060015 Insp repts 50-206/92-05.50-361/92-05 & 50-362/92-05 on 920127-31.No
violations noted.Major areas inspected:licensee radiation protection program.including
work during refueling & maint outage & ALARA planning.

CHANEY.H.D., YUHAS.G.P. Region 5 (Post 820201). 92/02/20. 7pp. 60803:126-
60803:133.

9202190037  NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York. Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York. Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139,

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York. Inc. 11pp. 60392:001-60392:011.

9203230036 Forwards requalification exam repts 50-361 /OL-92-01 & 50-362/OL-92-01
administered on 920127-30.Twq SROs & six ROs met min requirements for license
renewal.Areas of concern listed including crew communication practices.
ZIMMERMAN.R. Region 5 (Post 820201). 92/02/26. RAY.H.B. Southern California
Edison Co. 4pp. 60984:058-60984:069.

-9203230042 Exam repts 50-361/OL-92-01 & 50-362/OL-92-01 on 920127-30. Exam
results:two SROs & six ROs examined.AII operators successfully passed exams.No
significant safety issues identified.
MILLER.LF. Region 5 (Post 820201). 92/02/24. 8pp. 60984:062-60984:069.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203230071 Forwards special NRC operator licensing insp repts 50-361/92-04 & 50-
362/92-04 on 920122-23 & 0212.One violation identified & being considered for esca-
lated enforcement action.

ZIMMERMAN.R.P. Region 5 (Post 820201). 92/03/02. RAY.H.B. Southern California
Edison Co. 4pp. 60984:125-60984:138.

-9203230076 Special NRC operator licensing insp repts 50-361/92-04 & 50-362/92-04
on 920122-23 & 0212.One apparent violation identified & being considered for esca-
lated enforcement action.Major areas inspected:drug test of reactor operator,
MILLER.LF. Region 5 (Post 820201). 92/03/02. 10pp. 60984:129-60984:138.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203130278 Provides results of ISI of SG tubes.Total of 4308 tubes in two SGs inspect-
ed full length & two tubes were removed from svc.Complete results of recently com-
pleted ISI will be submitted to NRC by 930220.

KRIEGER.R.E. Southern California Edison Co. 92/03/06. Document Control Branch
(Document Control Desk). 3pp, 60933:104-60933:106.

9203160054 Forwards Safeguards Insp Repts 50-206/92-07,50-361/92-07 & 50-362/
92-07 on 920224-28.NO violations or deviations noted. Repts withheld (10CFR73.21).
REESEJ.H. Region 5 (Post 820201). 92/03/09. RAY.H.B. Southern California Edison
Co. 3pp. 60946:090-60946:092.

9203250152 Forwards revised ISI Relief Request B-7 for 18 RCS welds & new Relief
Request B-8 from ASME Code Articles IWB-2400 & IWC-2400, "Insp Schedule" for
1231 Class 1 & 2 welds for approval.

MORGAN.H.E. Southern California Edison Co. 92/03/20. Document Control Branch
(Document Control Desk). 16pp. 61099:085-61099:100.

R. Periodic operating reports & related correspondence

9203050154 "Annual Personnel Monitoring Rept for 1991." W/920228 Itr.
KRIEGER.R.W. Southern California Edison Co. 91/12/31. 4pp. 60826:314-60826:317.
